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UNION  CHRISTIAN  CHURCH, 
PLYMOUTH,  VERMONT 

Erected  in  1840  —  Dedicated  in  1842  —  Incorporat- 
ed 1942.  Calvin  Coolidge  pew  marked  by  Flag. 

Photography  by  Frank  L.  Forward 
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